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SUTULCS 
Are Uniformly Strong 


NG 


Special dynamometer in the D&G 
Laboratories which tests the tensile 


strength and elasticity of sutures 


DAVIS & GECK INC. ~ 211TO221 DUFFIELD STREET ~ BROOKLYN,N.Y.,U.S.A. 


In This Issue— 
Electric Wiring for Hospitals 
The New Norfolk General Hospital 
The Relation of Food to Cancer 
News of Hospitals and Staffs 
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CANADIAN MADE 
DENTAL EQUIPMENT 





Secure Our Estimate on 
Equipping Your Dental 
Clinic. Write for Cata- 
logue. Quality, Service, 

and Satisfaction Guar- 
g anteed. 


The Clark Dental Mfg. Co. 


Limited 
1229 Queen St. W. - TORONTO 























The Type A-25 “MORSE” WAVE GENERATOR 


RENDERS A DEFINITE SERVICE 
TO THE 


MODERN HOSPITAL 


Readily movable from room to room, the ‘‘Morse’’ 
Wave Generator provides exercise to the patient unable 
to leave the bed. 


Prevents or relieves constipation, prevents adhesions, 
restores tone to inert muscle tissue, softens and breaks 
up fibrosis, relieves pain. 


We welcome your investigation. 


Write Us for Information 
Patented 


GENERAL X-RAY COMPANY 


PARK SQUARE BLDG. BOSTON, MASS. 














5 Somme. 
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A typical installation of Hotpoint Heavy Duty Equipment installed at the 
Saskatchewan Sanatorium. Two R 15 Hotpoint Ranges and one B 202 
Baking and Roasting Oven. Capacity of ranges approximately 3,000 meals 
per day. The oven will do any type of baking with the exception of bread. 


We will gladly furnish full particulars upon request. 


ADDRESS, Hotpoint Division, Canadian General 
Electric Company, Limited, Toronto. 


A Canadian General Electric Product 

















Please refer to THE CANADIAN HOSPITAL when writing 








THE CANADIAN 


HOSPITAL 


September, 1925 



































| Put the matter up to us. 


our list. 





393 Sorauren Ave. 


will tell you whether it would be wise to install a Unit. 
sO—we aim only to sell where a plant is really needed, and we will not risk having a dissatisfied customer on 


| Do You Need a Laundry Plantr 








BEAVER NO. 3 UNIT 


Tell us how much linen you launder per week and how much it costs you, and we 
If we cannot save you money, we will frankly say 





If you are attending the Canadian National Exhibition give us a call or write for prices and particulars 


The Beaver Laundry Machinery Go., Limited 


MANUFACTURERS 














Toronto, Ont. 














Hospital Kitchen Equipment 


Heavy Duty 
Electric Range 


Top of heavy cast iron 
polished plates, heating ele- 
ments underneath slide into 
contact blocks at back. 
Oven of large capacity, with 
pull-out type elements — 
Oven very easy to clean. 
Range also built with plate 
warmer base instead of 
oven; this combination 
found satisfactory in con- 
junction with sectional bake 
oven. 





Sane 
Truck fitted with 


six 


eight-quart aluminum con- 
tainers well insulated with 
mineral wool packing. Top 
cover also packed. Base 
of truck has bottom and 
All trim- 
mings nickel plated. Truck 
fitted with Colson wheels. 


centre shelves. 


EXPERIENCE 


We design and manufacture all varieties of Hospital 
Kitchen Equipment. Installation plans with expert observa- 
tions and drawings are submitted to Architects and buyers 
without obligation. This is a small part of the complete 
service we are in a position to give when awarded contracts 
for complete installations. Our vast experience, covering 
some of the largest installations from coast to coast, enables 
us to give to each piece of equipment the benefit of a per- 
sonnel conversant with every phase of hospital plans and 
specifications. 


Our Hotel and Hospital Equipment Department is at your 
disposal at any time in rendering special expert service, and 
awaits the opportunity of communicating with you. 


Enquiries, large or small, receive the same courteous and 
satisfactory attention. 


wie M°Clarys 





Partial List of Institutions 


Cafeteria of New 
University. 

T. Eaton Co., Toronto, 

Prince Edward Hotel, 


Windsor, 


National Olub, Toronto, 
Trinity College, 

Port _Hope, 
Memorial Hospital, 

St. Thomas, 
Mental Hospital, 


Essondale, 
St. Mary’s Hospital, 

Kitchener, 
C.P.R. Hotel, 

Vancouver, 


King Edward Hotel, 
Toronto, 


Western 


Ont. 


Westminster Hospital, 
London, Ont 
Salvation Army Hospital, 
Halifax, N.S. 
St. Joseph Hospital, 
London, Ont. 
Wong’s Cafe, London, Ont. 
De Luxe Cafe, London, Ont. 
Arcade Limited, 
Hamilton, Ont. 
Smallman & Ingram 
London, Ont. 
Holeproof Hosiery, 
London, Ont. 
London and 
and Coati- 


Penman’s_ Ltd., 
Paris, Ont., 
cook, Que. 


Kitchen Equipment Department 
LONDON, ONTARIO 
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Many of the largest hospitals and other institutions use 
Westinghouse Mazda Lamps exclusively. The name 
Westinghouse is your guarantee for quality. 


We make a complete line of electrical equipment for hos- 
pitals such as ranges, grills, toasters, cozy glow heaters, etc. 


Write for booklets 











c +f 
bag 4 
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Made in Made in 
Canada Canada 















































Canadian Westinghouse Company Limited 
HAMILTON - ONTARIO 














_ 
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NOVAN 
HYPODERMIC SYRINGES 


Absolutely guaranteed to retain their marking when boiled or sterilized in any 
solution. Also fit any standard make of needles. | 











In carton box with one needle. In metal case with two needles. | 
2 c.c., per dozen, $ 4.90 2 c.c., per dozen, $ 7.50 | 
S22," = 7.70 Sec. “ 13.30 
w6cc,. * ‘i 10.00 10; 4.6, s 16.50 

20: cc., * “ 13.00 Te... * - 25.00 
£0.cc., “ 2 21.70 S07 c.c:, > ** ef 40.00 
nm cc, * 3 32.00 100: cic.,.: “* dy 60.00 


Discount of 10% on 3 dozen assorted quantity. 
Discount of 15% on 6 dozen assorted quantity. 
Discount of 20% on 12 dozen assorted quantity. 


HYPODERMIC NEEDLES, in all gauges and lengths at 85c, 95c, $1.00 a dozen. 
Same discounts as syringes applying on quantities. 


HERDT & CHARTON, INC. 


MONTREAL: 55 McGill College Ave. TORONTO: 58 East Wellington St. 























We, too, have a “‘Flock’’ 
WHOLESALE |_ to Prescribe for-- 


DEALERS This year at our ‘‘Brome Lake Duck Farm” 

IN at Knowlton, Que., we will raise from 30,000 

to 35,000 ducklings. 

POULTRY Not far-fetched when we say each one is care- 
EGGS fully cared for and nurtured. 
GAME It’s our business to give them ‘‘a good bringing 
FEATHERS up”—at least their table manners must be 

wy perfect ! 


at 


Don’t you think ‘“‘Brome Lake Duck- 


Now Supplyin 
cpt tiie ling’ would prove appetizing to your 


Royal Victoria Hospital Convalescents ? 
Montreal General Hospital 
Notre Dame Hospital “Fust tell us ‘how’—and how many!” 
Montreal Hospital for 
Incurables 
Western Hospital P. POULIN & COMPANY LIMITED 


oO s 
—— Poulterers since 1865 


36-39 Bonsecours Market, Montreal 
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Hospital Specialties 


Imperial Oil Limited manufactures and markets a 
complete line of Petroleum ‘Hospital Specialties’. 
Through unequalled facilities and equipment, you 
are assured highest quality, absolute uniformity 
combined with lowest price and quick delivery 
from an Imperial Oil Limited warehouse near you. 


Imperial Floor Dressing 


Not an ordinary floor oil, but an odorless, 
germicidal preservative. Closes the pores 
of the wood, eliminates checking and splin- 
tering. It does not make floors sticky, nor 
track under traffic. Easily applied with 
mop or sprayer. Best results with an 
Imperial Floor Oiler—which insures even, 
economical distribution. One application 
lasts for months. 


Medicinal White Petrolatums 


Imperial Superla White Petrolatum is 
the highest grade Medicinal White Petrola- 
tum made. It is pure white, odorless, taste- 
less and guaranteed not to contain any dele- 
terious or harmful substances. Sold in any 
quantity from tins to barrel sizes. We have 
also a full line of other grades of Petrola- 
tums ranging in color and quality from 
Pure White to Dark Amber. 


Imperial Plant Lubricating Oils 


Imperial Oil Limited offers you a very 
comprehensive line of lubricating oils. pro- 
perly graded for promoting maximum effi- 
ciency in all kinds of plant equipment. In 
addition, our lubrication experts will be 
pleased to study and advise on all matters 
pertaining to correct lubrication. 


Imperial Ioco Liquid Gloss 


An excellent polish for furniture and 
woodwork of all kinds. Keeps it spotlessly 
clean, renews the original lustre. Properly 
applied, Imperial loco Liquid Gloss leaves 
a clean dry polished surface. Pour a few 
drops on a damp cloth and rub thoroughly 
over the surface. Then polish with a soft 
cloth. A little goes a long way. 


Medicinal White Mineral Oils 


Two grades of Medicinal White Mineral 
Oils (Liquid Paraffin), Stanolax Medium 
(S.G. .870, .873), and Stanolax Heavy (S.G. 
.887, .895), meeting the most exacting speci- 
fications of the U.S.P. and Br.P. for Paraf- 
finum Liquidum. Sold in specially prepared 
Medicinal Iron Drums, 4-Gallon, 2-Gallon 
and 1-Gallon Cans. Also Technical Oils 
for purposes where a purely medicinal qual- 
ity is not required. 


Imperial Fuel Oils 


The high standard of manufacture and the 
quality crudes from which they are refined 
insure excellent results from Imperial Fuel 
Oils. Imperial Royalite Coal Oil—the 
choicest of light fuel oils—is clean burning 
and reliable. Our engineers will gladly ad- 
vise regarding your oil heating plant. 


If you are not already familiar with any of the above Imperial 
Hospital Specialties, a representative will gladly call to give you 


particulars, prices and samples. 


Write our nearest office. 


IMPERIAL OIL LIMITED 


Branches Throughout Canada 
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Style No. 8500 
BED GOWN 


Standard length, 40 inches, opens down 
back with linen buttons; reinforced with 
yoke both front and back. Prices: 
Indian Head unbleached, $15.00 per dozen; 
Indian Head bleached, $17.50 per dozen. 





rere = ORDERLY’S COAT 


COAT 
i Style No. 700—In either plain white or 
Style No. 300—Of best quality bleached pr pl pte wom Ene gue ot 
P ets, collar and cuffs as illustrated. 


Price: Plain white, $21 per dozen. 
Striped, $22.50 per dozen. 


drill, neat lapel collar, pockets and cuffs, 
i beers. Detachable buttons. 
Price, $27.00 per dozen. 
Trousers to match, $25.50 per dozen. 














NURSE’S OPERATING GOWN 
Style No. 3200 


Full length gown with in front, neat turn- 
over collar and full-length sleeves. Closes down 








back with tie t ith | _ ood = 
| Style No. 3700 on, front to tie at ibacke "Made of best SURGEON'S COAT 
ian leached. n ‘urni: tyle No 
SURGEON’S omg — — ey — easily into a on oe ee Blas 
t es. rices: egular cuffs, Ps + making 
| Pp aengptncecering GOWN $24.00 per AR organ knitted cuffs, $25.50 per Msc one fer wae and ae 
|  gmastte Indian Head canon. bleached duck. Has _ convertible 
bleached. loses at back with tie ey ‘ : lapel collar, three pockets and side 
tapes, and long belt sewn on front Our line includes:—Slip Covers for Mayo Instrument openings to permit access to inner 


to = ae es cee long, Stands; Abdominal Bands; Doctors’ Coats and Pants for pockets when coat is bu 
Pilates — and Office; Operating rear Posntne d stat — cuff on sleeves, detachable 
ps; Nurses’ Aprons, Caps a perating wns; “pres th, about 46 inches. Price: 
Beguine py eS of i. Orderlies’ Suits; Maids’ Uniforms; Patients’ Bed Gowns; sagneth, dozen. 
Bath Robes; Ether Jackets; Pneumonia Jackets; Leg 
Holders; Bed Sheets; Draw Sheets; Lethotomy Sheets; 
A post-card will bring Pillow Slips; Towels; Bed Pan Covers; Mattress Covers; 
samples of material for Cooks’ Coats, Pants, Aprons and Caps—in fact, ANY- 

THING IN COTTON GOODS. 


Hospital Garments and 


Nurses’ Uniforms, also MADE IN CANADA BY 
catalogue of 


mrss C CORBETT~- COWLEY 


Limited 
96 Spadina Ave. TORONTO 314 Notre Dame St. W. MONTREAL 
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Published in the interest of Hospital Executives 


ISSUED ON THE 25TH 
OF EVERY MONTH BY 


THE EDWARDS PUBLISHING COMPANY 


73 ADELAIDE STREET WEST 
TORONTO - CANADA 
Telephone: Elgin 4975 


Subscription Price - - $2.00 Per Year 
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Officials of Canadian Hospital and Nurses’ 
Associations. 
Alberta Hospital Association. 


President, Dr. H. R. Smith, Edmonton. 
Secretary, S. V. Davis, Edmonton. 


British Columbia Hospitals Association. 
President, Charles Graham, Cumberland. 
Secretary pro tem, E. S. Withers, Royal Columbian Hos- 
pital, New Westminster, B.C. 
Canadian Nurses’ Association. 
President, Jean E. Browne, 


Toronto, Ont. 
Executive Secretary, Jean S. Wilson, 609 Boyd Bldg., 


Winnipeg Man. 
Manitoba Hospital Association. 
President, H. N. MacNeill, Dauphin. 
Secretary, Dr. D. McIntyre, Winnipeg Municipal Hos- 
pital, Winnipeg. 
Ontario Hospital Association. 
President, Colonel Gartshore, London. 
Secretary, Dr. F. W. Routley, Ontario Division, Cana- 
dian Red Cross, Toronto. 
Saskatchewan Hospital Association. 
President, G. E. Patterson, Regina. 
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The Late Sir Adam Beck 


The passing of Sir Adam Beck, one of the most 
brilliant men Canada has ever produced, will be 
deeply mourned not only by those who knew him 
for his great achievements in connection with the 
hydro-electric enterprises, but also in the realm of 
those who minister to the suffering and afflicted. 

The Queen Alexandra Sanatorium, at Byron, 
Ontario, which he and Lady Beck founded, was 
always uppermost in his thoughts. A few months 
ago he volunteered before the directors of the Lon- 
don Health Association to undertake the task of 
raising an endowment fund, by private subscription, 
to insure forevermore a helping hand to all sufferers 
from tuberculosis in the~ district the sanatorium 
serves. His days upon his deathbed were troubled 
only by the thought of this work unfinished. In 


410 Sherbourne St., 
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every rally he charged his friends to organize this 
undertaking as he had planned to do himself. Had 
Sir Adam lived it would have been to head with a 
generous donation the subscription lists for this 
fund. 

Sir Adam leaves behind him an example of ser- 
vice and accomplishment that will long prove an 
inspiration to this and coming generations. 


ay 


FX 


Enlightening the Patient 


That the hospital has a wonderful opportunity for 
service from an educational standpoint which should 
be taken full advantage of, is stressed in an editorial 
in the Oshawa Reformer, as follows: 

“Every General Hospital should have associated 
with it a Health Director capable of instructing 
patients in an entertaining and convincing way, so 
that when a sick man leaves the hospital he may 
carry with him not only a body which has been 
improved by the treatment which he has received, 
but through the teaching and training which have 
been given him, a new set of habits, through which 
he may not only maintain the improvement made, 
but may for a long time afterwards continue to im- 
prove in bodily fitness and efficiency. 

“The social welfare service connected with some 
hospitals is a beginning in this line which should be 
developed and expanded until health education and 
training are everywhere recognized as an essential 
feature of hospital organization and administration. 
This can be done in every community served by a 
General Hospital, no matter how small the hospital 
or the community.” 


iQ 
Attendance Is Necessary 


The proposal that a record of attendances of the 
various members of their hospital board at their 
board meetings be incorporated in the annual re- 
port is likely to be carried out in an Ontario hos- 
pital. 

Whether this action is due to a few of the mem- 
bers doing all the work and taking all the responsi- 
bility we cannot say, but such a procedure is well 
calculated to receive a satisfactory representation at 
board meetings. 

Active hospital board members are, or should be, 
elected for the service they can give to the hospital 
and its affairs and each member should take full 
advantage of his privilege in helping to decide the 
problems that affect the welfare of the institution 
for which he is partly responsible. 

Hospital boards from coast to coast are, in the 
main, accomplishing much good for the communi- 
ties they serve, but any board, no matter how 
strong, cannot work efficiently if its members do 
not turn out to meetings. 


ay 


ta = 


A Cheerful Giver 


The British Government has conferred a decora- 
tion upon a member of an ambulance corps. Dur- 
ing the past five years he has on 44 occasions given 
a pint of blood to patients in a London hospital who 
were in a critical condition. He is quite a poor 
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man, has never sought a penny reward, and says he 
did it “to help the hospital.” 

Here is a man who is cheerfully giving his “life- 
blood” in a worthy cause without thought of honor 
or remuneration. We help our hospitals with linen, 
canned fruit, and sometimes with money. How 
many ever think of offering their blood? It is often 
more necessary in a hospital than almost any other 
form of gift. Large institutions, of course, have 
their lists of regular contributors of blood-tested 
and tabulated healthy people ready to answer a 
sudden call. Any hospital would appreciate an 
offer of that kind. It means a great deal more than 
a cheque, it may mean the saving of somebody’s 
life, and money alone cannot do that. 


a4) 
A Better Arrangement Needed 


It is unfortunate that sick people who are desti- 
tute in a strange city should prove the victims of 
conditions which hamper their admission to a 
hospital at community expense. 

As the Toronto Star justly points out, they should 
not be debarred from free treatment while munici- 
palities debate responsibility for their maintenance. 
In some cases it may be difficult to decide where 
they really belong in the matter of domicile, but 
the more immediate concern should be the fact that 
a hospital is where they really belong in the matter 
of physical well-being. 

Municipalities, in Ontario at any rate, are taking 
much better care of their own suffering and unfortu- 
nate citizens than was once the case. But when it 
comes to looking after each other’s sick—of the 
sick, for instance, who are landed by fate on some 
strange municipality’s doorstep—society’s provision 
for social distress proves inadequate. The munici- 
palities are not altogether to blame, for it is natural 
that each should fear imposition on the part of 
outsiders. The fault lies with the province, which 
does not provide for the proper care of such doubt- 
ful cases. 

The law should empower some authorized body 
to secure prompt treatment for the penniless sick of 
uncertain domicile. The same body could later 
determine municipal responsibility for the hospital 
bill. There might be cases where the province as 
a whole should be liable. A patient should not be 
deprived of needed treatment because this city and 
that each say that the other city should meet the 


cost. 
B) 


We are not sent into this world to do anything 
into which we cannot put our hearts. We have 
certain work to do for our bread, and that is to be 
done strenuously ; other work to do for our delight, 
and that is to be done heartily ; neither is to be done 
by halves or shifts, but with a will; and what is not 
worth this effort is not to be done at all.—John 


Ruskin. 
(a8 


The mintage of wisdom is to know that rest is 
rust, and that real life is in love, laughter and 
work.—Elbert Hubbard. 
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Montreal Homeopathic Hospital to 
Raise Half-Million 


Work on the erection of the new Homeopathic 
Hospital, for which a site has already been procured, 
at a cost of $32,500, between Marlow Avenue and 
Northcliffe Avenue, below Sherbrooke Street, will, 
it is expected, commence at the beginning of next 
year. 

At a meeting of the Board of Governors of the 
present hospital, it was decided to launch immedi- 
ately a campaign to raise $500,000. The lack of hos- 
pital accommodation in the city, it was stated, 
prompted the decision. The existing facilities of 
the present hospital are entirely inadequate to take 
care of the numerous demands made upon them. 

J. J. York, President of the Hospital, who presided 
at the meeting proposing the campaign, said that 
the hospital was practically forced to make the move 
as the present building containing some fifty beds 
was too small to accommodate the daily demands 
made upon it, with the result that many urgent and 
needy cases were often turned away. He said that 
the public of Montreal realized the need for greater 
hospital facilities and, considering that the Homeo- 
pathic Hospital was an open-door hospital where 
any doctor of recognized standing had the privilege 
of bringing his own patients for treatment, he was 
confident that the appeal for funds with which to 
build a new modern hospital of 100 beds would meet 
with generous response on the part of the public of 
Montreal. 

The site for the new hospital has already been 
secured and paid for by the members of the Board 
of Governors and friends. The purchase was made 
from the Trinity Memorial Church. 

Others present at the meeting were: A. J. Nes- 
bitt, President of Nesbitt, Thompson and Company, 
and Honorary Treasurer of the hospital; J. J. Aird, 
Vice-President of the hospital; Thomas Moodie, 
Vice-President of the hospital; R. Schurman, Treas- 
urer; Dr. A. R. Griffith, Medical Superintendent; 
Dr. E. N. Perrigard, H. E. O. Bull, Mrs. J. T. Gaunt, 
President of the Ladies’ Auxiliary; Harry Walker, 
W. Godbee Brown, Dr. Harold Griffith, Dr. J. H. 
Condon, Dr. E. M. Morgan and F. Stalford, Jr. 

Mr. Stalford, who has recently conducted a suc- 
cessful campaign for the new hospital at the Catho- 
lic High School, Bishops College University, St. 
Mary’s Hospital and the Province of Quebec Safety 
League, has been appointed executive secretary of 
the campaign. Preliminary organization is to be 
commenced at once but general solicitation will not 
be made until the fall. After this, probably at the 
beginning of next year, it is hoped to commence the 
building of the hospital. The headquarters of the 
campaign are at 144 McGill College Avenue. 


Appoints New Matron-in-Charge 


Invermere, B.C.—Miss Mary Logan, of Vancou- 
ver, has been appointed to the position of Matron- 
in-charge of the district hospital to succeed Miss 
Forest who, after service extending over a term of 
years, has resigned to visit her old home for an 
extended period. 
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T. H. Pratt is Chosen Chairman for 
Fifteenth Time 


T. H. Pratt was elected Chairman of the Hamil- 
ton Hospital Board for the fifteenth time at the or- 
ganization meeting of the Board held recently. 

All the other members of the Board, as well as 
members of the medical staff of the institution, were 
re-elected. T. W. Lester is again Vice-Chairman; 
W. H. Wardrope, K.C., Honorary Secretary, and 
H. L. Barr, Secretary. Gordon J. Henderson, T. W. 
Lester and Controller Treleaven were re-elected as 
the House Committee, and A. F. Hatch, G. J. Hen; 
derson and T. H. Pratt the Finance Committee. 

Medical Staff. 

The following medical staff was re-appointed: 

Consultant Surgeon—Dr. E. B. O'Reilly. 

Surgeons—Drs. I. Olmsted, Dr. George S. Ren- 
nie, Dr. F. B. Mowbray (associate), Dr. J. K. Mc- 
Gregor, Dr. J. Parry. 

Physicians—Dr. J. A. Bauer, Dr. H. Mullin, Dr. 
F. E. McLoughlin, Dr. N. Leslie. 

Obstetricians—Dr. D. MclIlwraith, Dr. John T. 
Green (associate). 

Gynaecologist—Dr. W. Bethune. 

Pediatrics—Dr. C. Carter, Dr. R. Y. Parry, Dr. 
R. P. Smith (associate), Dr. C. Clark (associate). 

Eye, ear, nose and throat—Dr. J. P. Morton, Dr. 
P. B. Macfarlane, Dr. W. Arrell. 

Psychiatrist—Dr. G. Glassco. 

Urologist—Dr. R. H. Patterson. 

Dermatologist—Dr. T. Coleman. 

Anaesthetists—Dr. W. Cody, Dr. D. A. Warren. 

Pathologist—Dr. W. Deadman. 

Outdoor Department—Dr. D. Kappele, Dr. F. 
Harper, Dr. O. W. Niemeier, Dr. W. F. Nicholson, 
Dr. C. Gooch, Dr. H. Storms, Dr. A. D. Unsworth, 
Dr. L. A. Richmond. 

Dentists—Dr. F. P. Moore, Dr. O. S. Clappison, 
Dr. G. W. Everett. 

Homeopathist—Dr. J. Lafferty. 

Roentgenologist—Dr. A. E. Walkey. 

Miss Holt was appointed to succeed Miss Mc- 
Pherson as assistant to Miss Raeside, the Lady Sup- 
erintendent. 


Grace Hospital’s New Officials 


Winnipeg—Dr. May Whittaker, of London, Eng., 
a major in the Salvation Army, is now in Winni- 
peg and will take charge of Grace Hospital. 

Dr. Whittaker is a Salvationist of wide experi- 
ence. She rendered splendid service in France dur- 
ing the Great War, when she was assistant to Lieut.- 
Col. Mary Booth, who is now in command of the 
Army in Germany. 

Dr. Whittaker will have as her chief assistant, 
Staff-Capt. E. Hansell, who came from London with 
her. Staff-Capt. Hansell has had experience in the 
Mothers’ Hospital and other institutions in Great 
Britain and in her new position here, will have the 
title of assistant superintendent. 

The present Superintendent, Staff-Captain Lily 
Bond, has been promoted to the rank of major, and 
after a furlough, she will go to Edmonton to take 
charge of a new maternity hospital there. 
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Fit at the Wrist 

















Tension on the blood vessels and muscles is elimin- 
ated when STERLING gloves are worn. The 
rubber is not stretched beyond normal shape at 
the wrists. 


STERLING gloves are really a “second skin” 
which protects the hands without impairing their 
sensitiveness or efficiency. 


The STERLING trade mark on rubber goods 
guarantees all that the name implies. 


Write for illustrated circular containing 
helpful data. 





Sterling Rubber Company, Limited 
GUELPH - CANADA 
Largest Specialists in SEAMLESS Rubber Gloves in the 
British Empire. 
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Chairs For Hospitals 


Combining Quality with Economy 


Sanitary Artistic 


Comfortable Strong 





No. 48/6 


Skilfully constructed of the finest 
selected woods and polished. Ex- 
ceptionally light. Furnished to Hos- 
pitals the world over. Various styles. 


Write for Prices 
J.& J. KOHN & MUNDUS, Inc. 


215-219 Victoria Street 
Toronto Canada 
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The Nurses’ 
Favorite Shoe 


Nurses in the hospitals and on private duty 
find Cantilever Shoes a great comfort. In 
Cantilevers Nature’s cooling system is allowed 
to operate efficiently by freeing the circulation 
and permitting the feet to keep cool, comfort- 
able and active. 


antilever 
Shoe 


Cantilevers are giving thousands of nurses relief from 
puffy, burning feet. When you wear Cantilevers your 
whole foot is free to act with the easy flexibility that 
Nature intends. They are modelled after the natural 
lines of the foot and are flexible from toe to heel. 


By wearing Canti- 
levers youmay com- 
bine style with com- 
fort, for they are 
made in a variety 
of styles in all the 
new leathers that 
are sure to please. 
Also white canvas 
pumps. 








MAIL ORDER SERVICE 
If it is not convenient for you to visit one of 
the stores listed below, write to the Toronto 
branch. Mail orders receive careful attention. 











Cantilever Shoe Shops 


TORONTO—7% Queen St. East 

HAMILTON—8 John St. North 
MONTREAL—Keefer Bldg., St. Catherine St. W. 
OTTAWA—Murphy-Gamble Limited 
WINNIPEG—Hudson’s Bay Company 
SASKATOON—Royal Shoe Store 
EDMONTON—Hudson’s Bay Company 

CALGAR Y—Hudson’s Bay Company 
VANCOUVER—Hudson’s Bay Company 
VICTORIA—Hudson’s Bay Company 
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Collecting Hospital Accounts 
By C. W. Buchanan. 

Many a hospital secretary 
feels that the biggest part of 
his time is already occupied 
in chasing after the elusive 
dollars owing from tardy pa- 
Mtients. And it’s a condition 
which is liable to become 
steadily more chronic. 

For our entire popula- 
tion is being systematically encouraged “not 
to pay cash.” At one time, if you wished to 
obtain credit from a big store, you needs must 
interview the gimlet-eyed credit manager; his 
gaze bored right through you, and he asked 
all manner of embarrassing questions as to 
your past, present and future. No one wished 
to go through an ordeal like that, if it could 
be avoided. We only bought what we could 
afford to pay cash for, as a rule. 

But now—the big stores write to thousands 
of people that a line of credit is at their dis- 
posal totally unasked for; just “come down and 
order what you want.” The newspapers are 
filled with invitations t2 buy your clothing, 
your furniture, and your musical instruments 
—on time. And not only household needs are 
sold this way; the motor car manufacturers 
are just aching to provide you with a machine 
costing thousands “on our easy deferred-pay- 
ment plan.” 

The whole country is being urged and driven 
into buying on credit. Nowadays it’s not just 
the suspicious character who owes bills—and 
pays in dribs and drabs! We're all doing it! 

So the average man, who is suddenly con- 









| fronted with a hospital bill hasn’t the ready 


cash on hand to pay it. He has been urged and 


coaxed into a number of installment obliga- ; 
; tions. And he naturally expects the hospital 


to grant him the same privilege. As a matter 
of fact it’s the only way he can pay, under the 
circumstances. 

The capable hospital secretary, therefore, 
adapts himself to the present day situation. If 
the patient cannot pay the whole bill at once, 
he is indueed to pay all he can right now. 
Then it is arranged that he will pay a 
definite amount on a certain day in each 
week or month. It is essential that the date 
and amount be clearly set forth. 

If the patient is to pay monthly, he should 
be notified a week ahead each time. If the 
money does not arrive promptly, he must be 
reminded immediately of his delinquency. And 
if the patient refrains from making his prom- 
ised payments for, say, two months, the ac- 
count should at once be handed over to a cap- 
able organization which specializes in collect- 
ing from the “slow and doubtfuls.” 

“Keeping Everlastingly At It” brings in the 
money. These accounts should never be al- 
lowed to just “drag along.” Keep the collect- 


ing campaign going at full steam all the time. 
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Relation of Food to Cancer 


Comments Relative to Ellis Barker's Book by R. G. 
Fackson, M.D., in The Therapeutic and Dietetic Age. 


A book has recently been published in England 
aiming to prove that cancer is caused by luxurious 
or ignorant living habits and self indulgence. 

The work is by Ellis Barker, a well known econo- 
mist, formerly known by the name of Elsbacher, 
but importance is given to his treatise from the fact 
that it is sponsored in a preface written for it by a 
not less notable authority than Sir W. Arbuthnot 
Lane, the celebrated surgeon, in which he endorses 
the Barker theories. 


Constantly the impression extends in ever widen- 
ing circles, that cancer, like tuberculosis, is caused 
by faulty living habits, among which are too much 
food, unbalanced meals and absence of sufficient 
natural foods, both being due to the folly of food 
refinement; absence of vitamins and mineral salts 
from the civilized dietary, due both to food refine- 
ment and the inclusion in the diet of too much meat, 
naturally deficient in both salts and vitamins; too 
little out of doors physical exercise to the point of 
deep breathing and free sweating; too little of 
Nature’s beverage and too much of the other kinds. 

Certain it is that neither tuberculosis nor cancer 
is common among the simple races, who must live 
upon simple foods. In fact, among some races they 
are not known at all. 

It is really hard to believe that cancer should 
develop in the presence of physiologically function- 
ing cells. It is iust as hard to imagine bodv cells 
ceasing to function normally when they are sup- 
plied only with food elements such as they need, 
and in the proportions needed, and the blood is, at 

‘the same time, kept detoxicated by free sweating 
and plentiful aeration through deep and vigorous 
breathing resulting from active physiological exer- 
cise in the out of doors air and sunshine. 

It is doubtless a law of nature which is expressed 
in “holy writ” as a penalty thus, “In the sweat of 
thy brow thou shalt eat bread.” 

It is reasonable to accept this as an expression of 
Nature’s law when we consider that we are descend- 
ants of a line of ancestors dating back hundreds of 
thousands of years and that those ancestors simply 
had to chase and catch or otherwise garner by their 
own efforts their foods, resulting in vigorous exer- 
cise in the open air, followed by deep breathing and 
sweating, before they could eat. 


Coarse and Plain Foods. 


Their foods were never processed or changed by 
art. They were coarse and plain and being as 
Nature turned them out of her laboratory they were 
never concentrated or unbalanced. It was thus 
almost impossible for the eater to eat too much and 
the vigor of their lives enabled them to properly 
metabolize every particle of food ingested. There 
was no surfeit to interfere with the normal, physio- 
logical activity of the cells and the body cells ran 
their normal, physiological course. 

All this is now changed. 

While our ancestors were living upon natural 
foodstuffs, as Nature provided them, they must have 


had created for them, or developed for themselves, 
the type of digestive organs that could best function 
upon that type of foods. Living upon such foods 
and compelled to exercise vigorously in the open in 
contact with the elements, they developed the 
human body to what it is at its very best. 

In doing so they established for us a law of life, 
because they passed their anatomy, including their 
anatomy of the digestive tract, on to us. This law 
of life is that we must adapt our living habits to the 
type of anatomy which they have bequeathed us, 
and also to its accompanying physiological require- 
ments. 

And if there can be any portion of that law of life 
which is more important than another, surely it 
must be that part which relates to the building mate- 
rials out of which the body itself is made, its foods. 

We have seen that their foods were the coarse, 
mineral-rich, waste-filled, unrefined products of 
Nature, and that their nutritional anatomy and its 
physiologic activity were adapted to that type of 
foods. Being adapted to that type of foods meant 
that it could function normally only upon that type 
of foods. 

3ut they passed their anatomy of nutrition on to 
us, which means a lot to us that we have not gener- 
ally thought about. If their anatomy of nutrition 
could not function normally for them upon any 
other type of foods than the natural, mineral-rich, 
waste-filled type. it cannot do more for us. 

Our Foods Mineral Deficient. 

But we do not have their type of foods at all. Our 
foods are mineral “deficient,” “excess acid,” unbal- 
anced as to protein and carbohydrate contents, pro- 
cessed, refined and preserved, factory cooked, lack- 
ing in freshness and naturalness, more or less waste- 
free, therefore concentrated so that we easily eat 
greatly to excess. That excess is increased by the 
fact that our unbalanced diet always means that 
there is some important food element lacking in our 
foods, or several of them, and that appetite will 
continue for more and more food, however full the 
stomach may be, until that systemic demand is sat- 
isfied. If not able to satisfy it at meal time the 
desire for food with which to satisfy it almost com- 
pels the taking of food between meals, which, to- 
gether with many other disturbances which will 
readily occur to the thinking physician, furnishes 
cause to wonder how it is possible that the cellular 
physiological activity can even approach normal 
and compels us to marvel at the wonderful resist- 
ance, or reserve of vitality, with which Nature has 
endowed us. By giving a little concentrated thought 
to the possibilities for dysfunction resulting from 
our departure from the racial type of foods, the type 
for which our anatomy of nutrition was designed, 
together with our over-eating and under-exercising, 
undersweating and underbreathing, etc., the physi- 
cian will find little difficulty in reaching the conclu- 
sion that cancer, tuberculosis or any other disease 
might very readily arise from such a cause, or aggre- 
gation of causes. 
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PEOPLE place confidence in a specialist 
because he is an expert 

The manufacturer merits the same confi- 
dence who, year after year, concen- 
trates on the development of a single 


| related group of products 


FOR over a quarter of a century this company 
has specialized on the manufacture of ab- 


| sorbent gauze and kindred materials 


LEWIS MANUFACTURING CO. 
Makers of Cutity Products 
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CELLUCOTTON 


Economy 


BEING a bulky material, every pound 


produces more dressings 

THE speed and accuracy with which 
dressings are made releases nurses 
for more important duties 

DUE to its unusual absorbency, the en- 
tire area of every dressing is brought 

: into use 
AND in addition to all of these other 


savings, the price is favorable 


| LEWIS MANUFACTURING CO. 


WALPOLE, MASSACHUSETTS 








— — -_ — 
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ASSURED 


-TRISEPTOL 


(Hartz) 
An Efficient Germicide. 


A SUPERIOR DISINFECTANT with a GER- 
MICIDAL POWER many times greater than 
CARBOLIC ACID, still much less CAUSTIC and 
POISONOUS. 

TRISEPTOL “Hartz” contains NO FREE 
ALKALI or OTHER IMPURITIES, and is there- 
fore NON-IRRITATING to the MOST SENSI- 
TIVE MEMBRANES when used in proper solu- 
tions. 

The use of REFINED MATERIALS and 
SCIENTIFIC CONTROL of the MANUFACTUR- 
ING PROCESS ensures a UNIFORM and 
| EFFECTIVE PRODUCT. 

TRISEPTOL “Hartz” is most ECONOMICAL 
because of its HIGH GERMICIDAL POWER. 


| 
| UNIFORMITY and EFFICIENCY 
| 
| 


Manufactured by 


The J. F. Hartz Co., Limited 


Physicians’ and Hospital Supplies 





Toronto - Montreal 





























Hospital Refrigerators 


No finer recom- 
mendation for Arctic 
refrigerators could be 
had than the long list 
of famous Canadian 
institutions which are 
equipped with them. 

We specialize in 
hospital refrigerator 
and mortuary equip- 
ment. AH our re- 
frigerators are built 
for either ice or 
mechanical refrigera- 
tion. 





Recent Installations Include: 


Ottawa Civic Hospital. 
Notre Dame Hospital, Montreal. 
Kingston General Hospital. 


Correspondence Invited 


John Hillock Co., Limited 


154 George St. 
| TORONTO - ONTARIO 




















New Fire Escape Facilitates the 
Removal Of Patients 


A device for lowering hospital beds and stretch- 
ers in event of fire has been invented and patented 
by a Mr. H. C. Verner, of Sydney, N.S. The appar- 
atus has been installed in a Glace Bay hospital and 
has been approved by the Fire Marshal of the 
Province. 


The apparatus consists of an endless chain run- 
ning on ball bearings suspended in a fire escape 
section built on the hospital and running from the 
roof to the ground. Its purpose is to remove pa- 
tients in their cots from any floor of the hospital 
to the ground, and it was figured out that, in case of 
fire or other cause, they could be rescued almost 
as quickly as they could be removed from the bot- 
tom of the apparatus on the ground. The cot 
patients—there are steps within the same structure 
for use of anybody not bed-ridden—in case of alarm 
are carried in their cots-to the fire escape floor on 
the hospital floor level and cot and all laid on a 
hatchway. Then a lever is raised and the cot and 
patient descend to the ground by gravity, the lever 
preventing violent landing on reaching the ground. 
In the meantime the apparatus is ready at the upper 
floors for continued removals, and has a good capa- 
city. It is predicted that the apparatus must come 
into prominence and use at all big hospital and in- 
firmary buildings where there are many cot pa- 
tients. The Glace Bay Hospital is to have a second 
of these fire escapes added to its equipment. 


Trail to Have Hospital 


Trail, B.C.—Following the announcement of a 
few weeks ago, thé plans for a new General Hospi- 
tal to be erected jointly by the Government and the 
District of Tadanac and the Municipality of Trail, 
have progressed to the point where it is now 
announced that the building will be erected. 


The new hospital will be approximately 100 x 100 
and will be modern in every respect and will be a 
general public hospital in every sense of the word. 
The proposed plans will call for several innovations 
which will make the new hospital a credit to the 
district. 


Miss Mackinnon Resigns 


Regina—The resignation of Miss Isabel MacKin- 
non, the Superintendent of Nurses at the Regina 
General Hospital, was received by the Hospital 
Board to date from August 1. 

Miss MacKinnon stated that she had always been 
on amicable terms with the hospital staff and Board 
and it was only because she was starting a private 
nursing home of her own that she was tendering her 
resignation. 

Alderman Coldwell said that the only thing the 
Board could do was to acknowledge and accept Miss 
MacKinnon’s resignation with regret and to send 
her a letter expressing their appreciation of her 
services. 
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Mr. Walter K. Gillett, Research Chemist, Davis & Geck Inc. 


he ash of D&G Sutures is assayed to make sure 


that no traces remain of uncombined chromium 
nor of other residues of the chromicizing process 


DAVIS & GECK INC. v 2II TO 22I DUFFIELD ST. - BROOKLYN,N.Y.,U.S.A. 








KALMERID CATGUT: BOILABLE AND NON-BOILABLE 





“JALMERID CATGUT is an improved germicidal suture superseding iodized catgut. 
It is not only sterile, but, being impregnated with potassium-mercuric-iodide,— 
a double iodine compound,—it exerts a bactericidal action in the suture tract. 
Two kinds of Kalmerid catgut are prepared: the boilable and the non- 
boilable. The boilable grade is flexible; the non-boilable is extremely flexible. 














Plain Catgut......... Boilable.....No.1205 Plain Catgut...... Non-Boilable..No. 1405 
10-Day Chromic.....Boilable.....No.1225 10-Day Chromic..Non-Boilable..No. 1425 
20-Day Chromic.....Boilable.....No.1245 20-Day Chromic..Non-Boilable..No. 1445 
40-Day Chromic.....Boilable.....No.1285 40-Day Chromic..Non-Boilable..No. 1485 
iia See > UE: RS ORE BRO, A 
Each tube contains approximately sixty inches ° In packages of twelve tubes of one kind and size 





KANGAROO TENDONS 


ALMERID KANGAROO TENDONS are 
of value where postoperative ten- 
sion is extreme or long continued 
apposition necessary, as in herni- 
otomy and in tendon and bone 

suturing. They are chromicized to resist 


CLAUSTRO-THERMAL CATGUT 


LAUSTRO-THERMAL CATGUT Is steril- 
ized in cumol, after the tubes are 
sealed, at 165° centigrade—329° 
Fahrenheit. This of course assures 
absolute sterility. 

Claustro-Thermal sutures are flexible 



































and strong, of perfect absorbability, and in 
every way are compatible with the tissues. 
They are aseptic,—not germicidal. 

The tubes may be boiled, or even may 
be autoclaved up to 30 pounds pressure. 


PM NG ick co cssatieccciness No, 105 
10-Day Chromic Catgut........... No. 125 
20-Day Chromic Catgut........... No. 145 
40-Day Chromic Catgut........... No. 185 
ES Sag 9s Ae oe eae «ee Ee, a ee 


Each tube contains approximately sixty inches 
In packages of twelve tubes of one kind and size 


absorption in fascia or in tendon for 
approximately thirty days. 

Two kinds are prepared: the boilable 
and the non-boilable. The latter are ex- 
tremely pliable. 


Non-Boilable Grade................. No. 370 
RUNG SIUM 66 sca S55 Svs soa nee No. 380 


In packages of twelve tubes of one kind and size 


DGEE 0.0.09 OG... 8 
Each tube contains one tendon 
Lengths vary from 12 to 20 inches 


PRICE: PER pozEN TUBES FOR ALL VARIETIES LISTED ABOVE...........eecceeeeeees $2.40 


A discount of 10 per cent is allowed on one gross or more, or $25.92 net per gross 


CARRIAGE PAID ANYWHERE IN THE WORLD 


DAVIS & GECK INC. v 


’ FOREIGN IMPORT DUTIES ARE EXTRA 


211 TO 221 DUFFIELD STREET. v BROOKLYN,N.Y., U.S.A. 


Copyright 1925 Davis & Geck Inc. 




















NON-ABSORBABLE SUTURES 


HEAT STERILIZED ~ BOILABLE 


No. IN EACH TUBE UNIFIED SIZES 
350..Celluloid-Linen...... Go lnohes.: .... 54: 000, 00,0 
360..Horsehair............6 28-In. Sutures......... fof) 


390..White Silkworm Gut..6 14-In. Sutures.....00,0, 1 


400..Black Silkworm Gut..6 14-In. Sutures.....00,0, 1 

450..White Twisted Silk.....60 In...000,00,0, 1,2, 3 

460..Black Twisted Silk.....60 In............ 000, 0, 2 

480..White Braided Silk.....60 In..........00,0,2,4 

490..Black Braided Silk.....60 In............. 00,1,4 
In packages of twelve tubes of one kind and size 


Per Gemem CaO sk os ooSaceckcacccceccceh $2.40 
Or $25.92 net per gross or more; carriage paid 


FOR MINOR SURGERY 


HEAT STERILIZED ~ BOILABLE 


NO, IN EACH TUBE UNIFIED SIZES 
802..Plain Kalmerid Catgut.....20 In...... 00,0,1,2,3 
812..10-Day Kalmerid Catgut..z0 In......00,0, 1,2, 3 
822..20-Day Kalmerid Catgut..zo In...... 00,0,1,2,3 
862..Horsehair ........:... 2 28-In. Sutures........... fof) 
872..WhiteSilkwormGut..2 14-In. Sutures............ ° 
882..White Twisted Silk........ SO Mises iced: 000,0,2 


In packages of twelve tubes of one kind and size 
Per Ce GR ie von vases chek $1.20 
Or $12.96 net per gross or more; carriage paid 


SUTURES WITH NEEDLES 
EACH SU'rURE THREADED UPON A UNIVERSAL NEEDLE 
AS ILLUSTRATED, FOR GENERAL MINOR SURGERY 


NO, IN EACH TUBE UNIFIED SIZES 
go4..Plain Kalmerid Catgut.....z0 In...... 00,0, 1,2, 3 
g14..10-Day Kalmerid Catgut..z0 In...... 00,0,15253 
g24..20-Day Kalmerid Catgut..zo In...... 00,0,1,2,3 
964..Horsehair ............ 2 28-In. Sutures........... 00 
974--WhiteSilkwormGut..2 14-In. Sutures............ ° 
984..White Twisted Silk........ BO Sic sicecs 000, 0, 2 


UNIVERSAL NEEDLE 
FOR SKIN, MUSCLE, 
OR TENDON 


CAS 


In packages of twelve tubes of one kind and size 
Per Ga Ws iis $1.80 
Or $19.44 net per gross or more; carriage paid 


CIRCUMCISION SUTURES 


HEAT STERILIZED + BOILABLE 

Each tube contains a 28-inch 
suture of Kalmerid plain cat- 
gut, size oo, threaded upon 
a small full-curved needle. 





In packages of twelve tubes 


Per dozen tubes............ $2.40 


No. 600. 


Or $25.92 net per gross or more; carriage paid 


DAVIS & GECK INC. + 


211 TO 221 DUFFIELD STREET 


OBSTETRICAL SUTURES 


FOR IMMEDIATE REPAIR OF PERINEAL LACERATIONS 










4 


jp tube contains a 28-inch suture of 


Kalmerid 40-day chromic catgut, size 3, 
threaded upon a large full-curved needle. 
Sterilized by heat after closure of the tubes. 
Boilable. 


One tube in a package 
a CaO “FP I ii sash cnc: $ .2 
Or $32.40 net per gross or more; carriage paid 


UMBILICAL TAPE 


HEAT STERILIZED + BOILABLE 





















Each tube contains two 12-inch ligatures of a 

specially woven flat tape one-eighth inch wide 

impregnated with potassium-mercuric-iodide 
In packages of twelve tubes 


No. 892. Per dozen tubes............ $1.20 
Or $12.96 net per gross or more; carriage paid 


UNIFIED SIZES 


In conformity with the long 
oo ———. recognized need for a unified 
system of sizes, the standard 
scale of catgut sizes now 
embraces all sutures, includ- 
ing silk, horsehair, silkworm 
—es gut, Celluloid-linen, and kan- 
oes garoo tendons. (Only the 
mms latter occur in sizes larger 
gum than number four). 


THE STANDARD PACKAGE 
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DAVIS & GECK, foe. 























EACH PACKAGE CONTAINS TWELVE 
TUBES OF ONE KIND AND SIZE 


~ BROOKLYN,N.Y.,U.S. A. 


Printed in the U.S. A. 


% 











UGGIERO FRUGARDI, a surgeon of the famous school at 
Salerno during the XIIth century, introduced suturing of the 
intestines, which he did over a hollow tube. It is reasonable to sup- 
pose he used the best sutures he could get. Most surgeons of to-day 
alert to the finer things in their profession use Davis & Geck Sutures. 
They are made by an organization of men inspired by high aims: men 
fitted by training and experience to make sutures worthy of the 
noted surgeons who use them. 


The Private Press of Davis & Geck Incorporated ~ September 1925 
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Changes in Hospital Personnel 


Fredericton, N.B.—At a recent meeting of the 
trustees of the Victoria Public Hospital, the com- 
mittee recommended the appointment of Miss Mar- 
garet Pringle as acting Superintendent and also the 
appointment of Miss Margaret Fradsham, who has 
been in charge of the dietary department for some 
time, to the position of dietitian. These recommen- 
dations were approved and the appointments made. 
Miss Elsie Williams, who has recently been acting 
operating room nurse, has resigned. Her resigna- 
tion was accepted and the House Committee was 
given authority to fill the vacancy. 


Add to Hospital Staff 


Ottawa—The following additions to the staff of 
the Ottawa Civic Hospital have been recommended 
_ by the Advisory Committee of the Medical Board 
and approved by the Board of Trustees: 

In the Department of Medicine: Consultants, Dr. 
H. B. Small, Dr. W. D. M. Bell, Dr. J. T. Basken; 
Attending, Dr. J. A. Dobbie, Dr. R. Law, Dr. Geo. 
Fenton; Out-patient, Dr. G. O. Barclay, Dr. J. H. 
Lapointe, Dr. P. B. Belanger. j 

Associate Department of Dermatology: Out- 
patient, Dr. H. F. Featherston, Dr. W. Campbell. 

Department of Surgery: Consultants, Dr. R. W. 
Powell, Dr. E. Bourque; Out-patient, Dr. C. M. 
Scott, Dr. J. P. Bonfield. 

In the Associate Department of Orthopedica: 
Out-patient, Dr. J. T. Scobie, Dr. C. Shapiro. 
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Gynaecology : Consultant, Dr. R. Chevrier. 

Obstetrics: Consultant, Dr. J. E. Craig; Out-pa- 
tient, Dr. M. D. Graham. 

Diseases of the ear, nose and throat: Consultant, 

. A. F. MacLaren. 


Simplified Nursing 


By FLORENCE DAKIN, R.N., Inspector of 

Schools of Nursing in the State of New Jersey. 

J. B. Lippincott Co., 201 Unity Bldg., Montreal. 

The object of this book is to present the rudi- 

ments of nursing in a simple, definite form, tech- 
nically correct. 


The matter is presented in the form of Lessons 
which follow a general plan of “Definition”, “Ex- 
planation”, and “Instruction”, with “Caution”, 
“Safe-guard” and “Note” where necessary. By the 
careful study of these Lessons the inexperienced 
nurse or the attendant will be enabled to understand 
the object for which the procedures are intended 
and the principles through which this object is ob- 
tained. The instructions are given step by step, 
with full and complete notes designed to make the 
text clearer, or to refer to additional methods, sug- 
gestions, etc. The cautions call attention to the 
danger points, and the safe-guards are preventive 
measures which eliminate many possible mistakes. 
Simple equipment for home use is described under 
substitutes and all difficult or technical words are 
pronounced and defined in the text, thus avoiding a 
constant reference to Glossary or Index. 




















FINANCIAL 


51 E. 42nd Street 
New York City 





MARY FRANCES KERN 
Financial Campaigns 


[° IS on success—not on size of organization or number 

of campaigns simultaneously in progress that the high 
reputation of MARY FRANCES KERN has been builded. 
Hospital and allied institutions seek the services of this 
exceptional woman and her campaign assistants, not because 
of specious promises or elaborate propaganda, but because | 
they know she is able to achieve results where others fail. 
Mrs. Kern believes in advertising and publicity as mighty 
forces; but a large volume of her business comes through 
the recommendation of pleased clients. 


MARY FRANCES KERN 


1340 Congress Hotel 
Chicago, U.S.A. 


CAMPAIGNS | 


73 Adelaide St. West | 
Toronto, Canada 
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The Norfolk General Hospital 


A Thoroughly Complete and Well Equipped Hospital Plant Financed 
Through the Generosity of the Residents of Norfolk County 


Ont., which was completed and opened a few 
weeks ago, reflects great credit on the Hospital 


Association and 


"Ton new Norfolk General Hospital, at Simcoe, 


ridors are large and handsomely done in birch, and 
equipped with glass knobs. The nameplates will be 
attached to the doors of the wards as soon as they 

arrive. Finally, 





the citizens of Nor- 
folk County gener- 
ally who contribut- 
ed $80,000 for this 
praiseworthy ob- 
ject. 

A description of 
the building and its 
equipment reveals 
the thoroughness 
with which the 
project was carried 
out. 

Viewedfrom 
every angle (and 
because it is T- 
shaped, it has num- 
erous angles) the 
building itself is a 
magnificent structure. Both in design and finish it 
lends an atmosphere of perfection. With the com- 
pletion of the solarium, it constitutes a hospital 
building second to none in symmetry of outline and 
attractiveness of finish. Moreover, it has every indi- 
cation of substantiality and durability. 

The Lower Floor. 

On the north side in the basement is located the 
laundry. Its equipment comprises a three-horse- 
power electric motor, a washer which will do 320 
pounds of wash in eight hours, a wringer, and an 
electric ironer, connected with a gas heater. A 
dryer will be installed shortly. The laundry occu- 
pies the two northerly rooms. Adjoining it is a 
room containing the water softener and the gas- 
heated hot water tank, the medium for the hospital’s 
supply of hot water. The next room is called the 
X-ray room, but the equipment has not yet been in- 
stalled. Passing along we find the room to be used 
as the county morgue. There are two storerooms, 
one for vegetables, etc., the other for hospital sup- 
plies, such as dishes, glasses, pans, gauze and rub- 
ber goods. A staff lavatory completes the quota of 
rooms adjoining the main corridor. In the rear wing 
is the coal furnace, with an electrical circulation 
pump attached. 

Thus the lower floor of Norfolk’s Hospital is con- 
stituted, and it might incidentally be stated that the 
cellar floor has been treated with silicate of soda to 
prevent the tracking of dirt onto the floors above. 

Doors and Floors. 

Mastic flooring prevails on the two upper levels. 
It is a preparation of asphalt and it may be waxed 
at any and all times. One main and only staircase 
ascends through the heart of the hospital. It is a 


broad passageway, possessing a nicely-finished wal- 
nut railing. The doors of each ward and in the cor- 





The Norfolk General Hospital, Simcoe, Ont. 


with the exception 
of the operating 
suite and the dado 
in the’ corridors, 
which are finished 
in egg-shell enamel, 
the walls through- 
out the interior of 
the hospital are fin- 
ished in alabastine. 
Their uniform and 
artistic appearance 
is a credit to the 
workmanlike man- 
ner in which the 
contractors accom- 
plished their task. 

Now for the 
second and perhaps 
the most jmportant floor in the hospital. Be- 
cause on this floor we find the operating 
room, the maternity room, the nursery, one pub- 
lic ward, one semi-private ward, five private wards, 
three utility rooms, a diet kitchen, and a sitting- 
room. 

The operating room is situated at the north end 
of the floor. On entry, the most striking feature of 
this room is the abundance of light with which it 
is flooded by virtue of huge plate-glass windows, 
and the possibility of focusing additional light upon 
the operating table by means of the overhanging, 
circular eight-way light, one of the most up-to-date 
devices in operating room equipment. A gas attach- 
ment drops alongside for emergency cases. The oper- 
ating table is a facsimile of twenty-seven operating 
tables recently installed in their hospital at Roch- 
ester. Minn., by the renowned Mayo Brothers. The 
manufacturers were the Scanlan-Morris Co. It 
might aptly be mentioned at this point that with the 
exception of the operating table and the sterilizer, 
all the metal equipment for the hospital, including 
bedsteads, was procured from the Metal-Craft 
Company. 

Additional equipment in the operating room in- 
cludes a dressing table, a swing instrument stand, a 
portable goose-neck lamp, an instrument cabinet, a 
curved instrument table, solution basins and two 
small stools. Connected with the operating room 
are the sterilizing room and the anaesthetic room. 
As in the case of the operating table, the Hospital 
Board purchased the most up-to-date and complete 
sterilizer available. Its three sections comprise the 
instrument sterilizer, the dressing sterilizer, and hot 
and cold water sterilizers. The anaesthetic room is 
equipped with the newest model carriage and work 

(Continued on page 28,) 
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Norfolk County Hospital, Simcoe, Ontario 


Another Metal Craft 
Hospital 


We supplied the entire equipment 
including the “Walkerite” 
Fowler Beds to this most 
modern Hospital 


ay 


The Metal Craft Company 
Limited 


Grimsby - | Ontario 
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News of Hospitals and Staffs 


Condensed News of Hospitals and 
Allied Institutions from Coast to Coast 





STS 
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Hospital is Now Assured 


Kirkland Lake—The by-law to raise $15,000 by de- 
bentures for the erection and equipment of a hospi- 
tal in Kirkland Lake was voted on and passed by 
a vote of 88 for and 17 against. The hospital build- 
ing will now be pushed ahead with all possible 
speed as the committee were only waiting for the 
approval of the people to get on with the building. 


: 


Board of Directors Elected 


New Westminster, B.C.—Ald. Fred J. Hume 
was unanimously elected chairman of the Board of 
Directors of the Royal Columbian Hospital at the 
annual meeting. He succeeds Mr. F. C. Campbell, 
who has been President of the Board for eight years. 
Mrs. John Forrester was chosen as the Vice-presi- 
dent. The Honorary Presidents are Mrs. A. J. Hill, 
Mayor T. S. Annandale, Senator J. D. Taylor, Dr. 
E. J. Rothwell, Mr. W. G. McQuarrie, K.C., M.P., 
and Reeve A. K. McLean, of Burnaby. The com- 
mittee will be appointed by the President at the 
next meeting of the Board. 


Approve Debenture Proposal 


Hamilton.—-Hon. W. H. Price, Provincial Treas- 
urer, gave favorable consideration to the applica- 
tion of the Hamilton deputation which waited on 
him for permission to issue $25,000 in debentures 
for alterations to the old operation rooms at the 
General Hospital. The remodelling will furnish 
accommodation for twelve beds. 

Controllers Tope and Treleaven and T. H. Pratt, 
chairman of the Hospital Board, represented the 
city. 

Mr. Price told the deputation that while he per- 
sonally approved the application it would have to 
be sanctioned by the Cabinet Council, before which 
it would be placed at once. 


Eastern Star Room Opened 


Belleville—At the General Hospital on July 24th, 
the Eastern Star room was formally opened and 
presented to the governors of the institution by re- 
presentatives of Belleville Chapter No. 55, Eastern 
Star. The room is done in walnut and blue and gold, 
and seasonable flowers adorned the tables. Mrs. 
Norman Kerr, Worthy Matron, made the presenta- 
tion, and Mrs. W. H. Nugent read an address on 
the foundation and purpose of the Eastern Star 
Order. 


SASS SUSE S SA USe 
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Finance Vast Project 


Montreal—After obtaining a permit to construct 
a wing costing $300,000 on the new Incurables’ Hos- 
pital at Cartierville, the Sisters of Providence have 
brought the cost of the new institution to $2,100,000. 

The new hospital, built to replace the one de- 
stroyed by fire two years ago at Cote des Neiges, is 
adding a wing 152 feet long, 54 feet wide and five 
storeys, or 155 feet high. 


Hospitals Receive Big, Gifts 


Winnipeg—A. R. McNichol, local investor and 
financial man, has presented $350,000 to Winnipeg 
institutions, including $250,000 to the General Hos- 
pital, and $100,000 to the Margaret Scott Nursing 
Mission, founded here twenty-five years ago by Mrs. 
Margaret Scott. It is intimated that gifts totalling 
$1 000,000 will be made by Mr. McNichol to local 
institutions. 

















Most Canadian Hospitals using 
Mechanical Refrigeration 
Have 


“YORK” 
ICE MACHINES 


‘“‘The Best Made’’ 


Let us send you the names of those nearest you. 


Canadian Ice Machine Co., Ltd. 


Montreal Winnipeg Vancouver 
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New Matron at Prince Rupert 


Prince Rupert—Miss Jean Harrison, R.N., gradu- 
ate of Mount Sinai Hospital, New York, has been 
appointed matron of the Prince Rupert General Hos- 
pital, succeeding Miss Edith McCaul, R.N., who re- 
signed to take a position in New York. Miss Har- 
rison has been instructor of nurses at the Winnipeg 


General Hospital. 





Blaze at Mountain Sanitarium 


Hamilton.—$10,000 damage was caused by a fire 
which swept the staff house and dining quarters of || 
the Mountain Sanitarium on August 25th. Em- | 
ployees were able to save several thousand dollars’ 
worth of stores, but all the linen, valued at more |} 
than $2,000, was destroyed. 





| 
Timmins to Have Hospital | 


Timmins, Ont.—The recent announcement by 
Rev. Fr. Theriault that a general public hospital 








will be opened in the near future was received with ‘My feet nearly kill meafter “I wear the Walk-Over Re- | 
much interest and satisfaction. The hospital will I’ve been on them only an lief model shoes, that’s why. 
be in charge of the Sisters of Providence, have hour or two. I don’t see how They are so comfortable 
fifteen beds to begin with, and be up-to-date in every you stay so fresh when you that I hardly know I have 
respect are on your feel constantly shoes on, except that people 
pect. through twelve hours’duty.”’ admire their style.” 
Canadian Girls Finest Nurses ° 
Ottawa.—Col. William A. McIntyre, head of the || The arrow points the way 
Salvation Army activities in New England, which : 
include the operation of a number of large hospitals to stylish comfort 
and similar institutions, has discovered that Can- i ; 
adian girls, especially those coming direct from Your friends see a good-looking | 
rural communities, make the finest kind of nurses. oxford, so stylish that they want | 
Coy. McIntyre states that Canadian girls are to know where you got it. You 
much sought for in the training schools, because know its the most comfortable | 
they seem temperamentally fitted for the work and 
have proved in most instances to be more adaptable - tes ‘ia Relic? Ask us to 
to the requirements of the calling than girls born show you the heuer, 
in the States. 
Reception Hospital Opening Delayed | 





Toronto.—Owing to difficulties experienced in || 
obtaining suitable equipment and to some changes }, 
in the original plan of equipment, the opening of 
the new Ontario Psychiatric Clinic, Surrey Place, || 
will be postponed for one, and perhaps two months. 

The institution is popularly known as the “recep- 
tion hospital.” Its purpose is to receive psychiatric 
cases from the courts, hospitals, or by voluntary 
admission, study the nature of the ailment, and 
dispose of the patients to the institution best suited 
for treatment. An out patient department will also 
be maintained. 


$6,000 for Winnipeg General ‘ Wal} ~ Quer 


Winnipeg.—A bequest of $6,000 to the General BOOT SHOP 





Hospital has been made by the late Lieut.-Col. 
Melladew of the Royal Horse Guards, London, 290 Yonge Street 
Eng. The gift is in the form o fa new X-Ray ma- rs 

chine, to be devoted to relief from cancer. The TORONTO 
machine has been installed. | 
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Electric Wiring For Hospitals 


Suggestions for Laying Out the Electrical System for the 
Hospital, Including the Special Services as well as the Lighting. 


By NELSON C. ROSS, Associate Member, A.I.E.E. 
PART I 


HE electrical equipment of the modern hospi- 
HB tal will include general lighting service through- 

out offices, corridors, domestic and public sec- 
tions ; special lighting of patients’ rooms, wards and 
operating rooms; electrical power for cooking and 
the operation of elevators, X-ray equipment, elec- 
trical sterilizers, mechanical refrigeration, laundry 
and other machinery, as well as low tension appara- 
tus, including clocks, bells, telephones, nurses’ calls 
and signalling systems. 

The building being of first class construction, the 
wires of all systems will be run in conduits, these 
concealed, since in hospital practice it is of import- 
ance that all switches, panelboards, cabinets, etc., 
should be set flush with the walls, and that there 
should be no conduits or other exposed work to 
catch dust. 

The Centre of Distribution. 

The hospital as a rule will include a boiler house 
apart from the main buildings, containing the boiler 
plant of the heating system, the refrigerating mach- 
inery and the hospital laundry. Further, in the 
event of an electrical generating plant’s being con- 
sidered, this also will be installed in the boiler house, 
and as it is separated from the main building the 
noise of the machinery will not be communicated 
to the hospital. 

As the boiler plant is the centre of distribution 
for the heating system, the boiler house should also 
be made the centre of distribution for the electrical 
system, and the service switchboard should be 
located in the boiler house and under the direct 
charge of the engineer. In the event of a generating 
plant’s being installed, the service switchboard be- 
comes the feeder of the plant switchboard. 
If a plant is not installed, the street mains will con- 
nect directly to the service switchboard and distri- 
bute through switches to the feeder circuits supply- 
ing the hospital building or buildings. 

Transformers may be located on poles in the 
street, or in pits in the street where underground 
service is supplied, and the secondary circuits from 
the transformers carried to the service switchboard. 
It is to be preferred, however, that a transformer 
vault be incorporated in the boiler house, so that 
the transformers will be accessible at any time for 
the replacement of fuses or for replacement or repair 
of the transformers. In designing the vault, a floor 
space with dimensions of approximately 12 x 8 
should be allowed, with full headroom, and all doors 
and passages to the vault should be not less than 36 
inches in width to permit the transformers to be 
removed and replaced if desired. The vault should 
be fireproof, and fitted with an underwriters’ door 
with lock. The floor should be drained, a 6-inch 
cement curb provided at the door, and the vault 
should be vented to the outside air with not less 
than 60 square inches of duct. It is well to provide 
a cement curb or bed in the vault 6 inches in height 
on which to mount the transformers. 


Primary mains should be carried into the vault 
through a tile or fibre duct, this being installed 
underground, and all primary cables being sheathed 
with lead. As a rule a three-phase power service 
requiring three No. 4 primary wires, and a single- 
phase lighting service requiring two No. 4 primary 
wires will be used, the primary service delivered at 
2,300 volts. Secondary circuits for both lighting 
and power should be run from the transformers to 
the service switchboard in steel conduits. 

The lighting service should be developed on a 
single-phase, three-wire system of wiring at 110-220 
volts, the power service on a three-phase system at 
220 volts. It is advisable to use a pressure of 220 
volts for the power service, even though the cus- 
tomary power service in the locality be 550 volts, 
as hospital service requires a large number of small 
motors throughout the laundry, kitchens, labora- 
tories, etc., and for use with portable equipment; 
these are as a rule operated more or less by women, 
and the use of a 550-volt power service introduces 
an element of danger that is not present when 220- 
volt service is in use. The switches and controlling 
equipment for small motors operating at 550 volts 
are larger and more expensive than like equipment 
for 220-volt service, and these are more difficult to 
install where the wall space is limited, and are at 
best unsightly. 

The Service Room. 

With a service tunnel between the boiler house 
and the hospital, all feeder wires should be run in 
the tunnel, and should terminate in a distributing 
switchboard in a service room at some point on the 
basement floor; this switchboard should control 
both lighting and power risers, through fused 
switches. 

The panelboards controlling branch circuits are 
located on the different floors and are so spaced that 
the average length of the branch circuits does not 
exceed 80 feet. Where possible the panels should 
be connected so that each floor has a separate riser 
circuit from the distributing switchboard; thus not 
more than one floor is without light in the event of 
a riser fuse’s opening. Where possible, separate 
panelboards should be installed for the control of 
the lighting of the operating rooms, the lighting of 
these rooms to be controlled on two circuits (one- 
half of the lighting on each circuit), there being one 
riser from the distributing switchboard and an emer- 
gency riser from the service switchboard in the , 
boiler house. 

Electrical Cooking. Small electrical ranges, 
warming ovens and hot plates are taking the place 
of gas stoves for use in diet kitchens and treatment 
reoms, and provision should be made for their use. 
A riser may be carried from the distributing switch- 
board and may connect the outlets of the diet kitch- 
ens, with a similar riser for the outlets of the treat- 
ment rooms, the outlets looping on the riser, and 

(Continued on page 30.) 
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The Answer to All Cleaning Problems-- 


a water-softener 
and oil-solvent 
of remarkable 








efficiency 
Gillex cleanses by dissolving the oil or grease that holds all dirt to the surface it soils. 
Unequalled for: Pots, skillets, roasters and milk cans. 
Also for:— 


Dishes, glass and silverware. 

It leaves no soap film to collect dust or speed tarn‘shing. 
Cleans bath tubs, paint, linoleum—everything—in half the 
time with quarter the effort. Gillex contains no grit or 
harmful acid. 


Sold to the general public in sealed packages and to 
larger buyers in kegs and barrels. Write us for prices. 


“Removes Dirt Without Rubbing” 
Made by the Makers of MAGIC BAKING POWDER 


E. W. GILLETT COMPANY LIMITED 
Toronto, Canada 





























Makes Laundering 
easier, quicker, better 
and less costly--- 


Size---don’t Starch 


Coats, aprons, uniforms, caps, gowns, etc., 
have that fresh, new appearance; are easier to 
rid of soil and stains; are made stronger to 
wear longer when sized with Satin Finish. 


The laundering process is greatly simplified, 
only a washing machine, common extractor 
and a press are needed when the Satin Finish 
Way is used. 


Send for a generous free sample. 


THE KEEVER STARCH COMPANY 


Hospital Department 


COLUMBUS OHIO, U.S.A. 
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S. G. Barnstead 


Bed Pan 
Sterilizer 





HE simplest and most economical manner of 
handling septic bed pans is to thoroughly wash 
them in a hopper, thus removing all deposits 
before sterilizing. 


E do not advocate an apparatus to both wash 
and sterilize a bed pan at the same time. 
Cover is raised by mechanical foot lift. Steri- 
lizer contains rack for the purpose of allowing 
pans to be thoroughly drained when appara- 
tus is emptied. Designed to operate by steam, 
gas or electricity. It may be equipped with 
our condensing device to take care of exces- 
sive steam. 


HIS machine is installed in the Kingston 
General Hospital, Kingston, Ont.; St. Joseph’s 
Hospital, Guelph, Ont.; and the Notre Dame 
Hospital, Montreal, Can. 


Canadian Agents 
LYMANS Limited, 344 St. Paul St. W. 


Montreal 
WRITE FOR OUR CATALOGUE 


Barnstead Mfg. Co. 


65 Sudbury Street 
BOSTON - MASS. 
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The Norfolk Hospital 


(Continued from page 22.) 


table. Scrubrooms, with modern equipment for 
nurses and doctors, complete the operating suite. 


Maternity Ward. 


Meanwhile, we pass on to the maternity ward. 
Here is an obstetrical bed of the finest design that 
could ‘be devised, a rubber-covered mattress in two 
sections, a'bassinette on stand, an instrument cup- 
board, a dressing carriage on wheels, an aseptic 
table, an irrigation pole with glass irrigators and 
basins, white enamel stools, a single-panel screen, 
a portable goose-neck lamp, and “above all” a three- 
way suspended operating light. Indeea a lengthy 
array of equipment, but all in the list of indispens- 
ables. 

The nursery is small but compact. Six bassi- 
nettes, with mattresses, blankets and sheets are 
prettily lined in pink and blue colors, and there are 
two drawers for each bassinette. Other equipment 
includes a combination electric dryer and warmer, a 
white enamel baby scale fitting on a porcelain- 
topped white enamel dressing table, and a baby’s 
bath. The nursery leads to a small balcony outside. 

Public Wards. 

At the extreme west of the rear wing on both the 
first and second floors are the public wards. Each 
public ward is equipped with four beds, but it will 
accommodate six in case of necessity. They are 
adjustable, crank beds, with Gatch springs and Mar- 
shall sanitary mattresses, and are movable to any 
part of the hospital. In the public ward the beds 
are finished in French grey. Above each bed is an 
electric wall light and call button, and alongside 
the bed are a table and towel rack. One Lango- 
walk screen and one three-panel screen complete the 
equipment of the public ward, except that there are 
four radiators and seven windows. 

Semi-private wards are located in the southeast- 
erly corners of the first and second floors. The 
semi-private ward is equipped with two beds, two 
walnut dressers, one three-panel screen, running hot 
and cold water, and three windows. Unlike those 
in the public wards, the beds in the semi-private, as 
well as in the private wards, are walnut finished. 
In all other respects the beds and their equipment 
in all wards are identical. 

The Private Ward. 

On each of the first and second floors there are 
five private wards. The equipment of a private 
ward is as follows: Bed and bedding, walnut glass- 
covered dresser with mirrors, glass-covered bed 
table, wardrobe, rug, easy chair, straight chair, run- 
ning hot and cold water, dome light, bed light, call 
button and radiator. Four of the private wards, 
two on each floor, have adjoining bathtubs. The 
curtains and blinds in all wards are supplied by the 
individuals or the organizations furnishing the 
rooms. The same applies in case of linen, which is 
required in each room to the following extent: 12 
sheets, 2 factory cotton mattress cavers, 1 rubber 
sheet, 3 pillows, 3 pillow cases, 3 blankets, 2 bed- 
spreads, a comforter, 4 face towels, 6 guest towels, 
3 bath towels, 6 serviettes, 3 tray cloths, 2 bath- 
robes, 4 nightgowns, dresser and table covers. In 


Piease refer to THE CANADIAN HOSPITAL when writing 











September, 1925 THE CANADIAN HOSPITAL 




















The New Norfolk General Hospital, Simcoe, Ont., 
in which Marshall Mattresses are used exclusively. 


Norfolk General 
Solves Mattress Problem 


By Installing 


MARSHALL 


MATTRESSES 


Among the more progressive institutions and in the finest homes 
throughout Canada, the MARSHALL is recognized as the most 
luxuriously comfortable mattress obtainable. 


Besides the many exclusive features of |. A MARSHALL Mattress will “stand 


construction which make the MAR- UP’ for years under constant hard ser- 


: ; ; viceand repeated sterilization, retaining 
SHALL particularly suitable for hospi- its original appearance and buoyancy 


tal use, it is by far the most economica! while other mattresses must be re- 
in the end. made continually. 


It will pay you to investigate the Marshall. 


Write us or see your dealer. 
The Marshall Ventilated Mattress Co., 
Limited 


TORONTO 
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Canada’s Premier 
Disinfectant 


Conforms to strictest standards of uniformity 
and purity. Contains no free alkali or im- 


purities. Supplied to hospitals in 1 and 
5-gallon tins and 45-gallon steel drums. 
Samples and prices on request. 


Also in Solid Form for Doctors and Nurses. 
Manufactured only by 


Polusterine Products Company 


of Canada, Limited 
168-170 Ontario Street = - TORONTO 


























Franco-American 


Antidolorin 


(Ethyl Chloride of Guaranteed Purity) 


Free from Acids, Aldehydes, Sulphur, Cpds., 
Ether, Alcohol, moisture and free chlorine. 

Containers—60 and 100 gm. glass tubes, with 
automatic closure caps. 


ETHER—“ Pro Narcosi” 


A Sulphuric Ether, manufactured with the 
greatest of care under expert supervision, being 
stronger and purer than the U.S.P. 9th Edition 
requires. Entirely free from impurities. 


CHLOROFORM, U.S.P. 


A doubly rectified product free from free 
chlorine, chlorinated decomposition products, and 
other impurities. 

Owing to the increased sale of FRANCO- 
AMERICAN products, we have been appointed 
special selling agents for CANADA. If your dealer 
cannot supply you write or phone us, and we will 
gladly furnish you with literature, samples and 
prices. 

Specify Franco-American? Because they are the Purest. 


Ethical Drug Products Limited 


547 Parliament Street Toronto 
Manufacturers of fine Pharmaceuticals 
SPECIAL SELLING AGENTS FOR CANADA 
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several instances equipment for the ward was do- 
nated. 
A Variety of Rooms. 

One of the two diet kitchens is to be found on the 
second floor. Its equipment includes a dumb 
waiter, a small refrigerator, a medicine cabinet and 
a work-table. 

The sitting-room on the east side of the main 
corridor is equipped with a desk, floor lamp, desk 
chair, two easy chairs and a couch. 

There is a chemical laboratory for doctors’ use, 
three linen rooms, all connected with a clothes 
chute, and three utility rooms with the necessary 
equipment. 

Main Floor. 

Aside from the wards, the outstanding features 
downstairs are the kitchen, pantry, nurses’ dining- 
room and last, but assuredly not least, the superin- 
tendent’s office. 

A splendid stove, combining a six-burner gas 
range and a four-burner electric, five cupboards for 
dishes and kitchen utensils, a tray cupboard, and a 
commodious refrigerator comprise the bulk of the 
culinary equipment. 

A very attractive set of white-trimmed, blue- 
painted furniture is found in the nurses’ dining 
room. The set is composed of two gilass-topped 
tables, a buffet, 12 chairs, and one oblong drop-leaf 
table. The walls are beautifully stencilled in dark 
and light blue to conform with the furniture. It is 
one of the largest rooms in the entire institution. 

The Superintendent’s office has been equipped 
with a handsome set of walnut furniture, including 
desk, two chairs and bench, coat-rack, and filing 
drawers. It is located just inside the main entrance 
to the right. 

In recapitulating we find that one or two important 
departments have been omitted. The Norfolk Gen- 
eral Hospital is amply protected against fire with 
up-to-date fire-fighting appliances on each floor, and 
a modern fire escape leading past both public wards. 
Provision has also been made for the installation of 
telephones in every room in the hospital, should 
the directors desire to do so. 

The following are the officers of the Norfolk 
General ospital Association: 

Hon. President—Senator McCall. 

President—W. L. Innes. 

Vice-President—Judge Boles. 

Secretary-Treasurer—H. M. Jackson. 


Electric Wiring for Hospitals 

(Continued from page 26.) 
full sized copper connecting all outlets. The load 
at each outlet may be from 1,000 watts, where small 
hot plates are used, to as high as 5,000 or 6,000 watts 
with the use of small ranges; as a rule, the riser 
connecting three or four diet kitchens should not be 
smaller than three No. 4 wires. If desired, the out- 
lets may consist of 30-ampere, 3-pole flush stage 
pocket receptacles, or permanent conduit connec- 
tions may be made with the equipment. 

Where electrical cooking is to be used in the main 
kitchens, and in the bakery as auxiliary to the coal 
or gas ranges, separate feeder circuits should be run 
from these outlets back to the service switchboard 
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in the boiler house; if possible these circuits should 
be fed from the power service in order to obtain a 
“power rate.” The ranges are designed for opera- 
tion on a three-wire, 110-220-volt circuit, and if con- 
nected to one phase of the power service a balance 
coil should be used in order to give the proper volt- 
age. The ranges and bake ovens will require from 
8,000 to 20,000 watts (depending on the size of the 
ranges, etc.) when operating under full heat, and the 
feeder copper should be proportioned for the full 
load current. 

Sterilizers. The larger sterilizers will be operated 
from high-pressure steam; provision, however, 
should be made in each operating room and in each 
treatment room for the use of electrical instrument 
sterilizers, wall receptacles of not less than 20-am- 
pere capacity being used, permitting sterilizers or 
other portable equipment to be operated by being 
plugged into these receptacles. 

Power Circuits. Separate power circuits will be 
run from the service switchboard to the refrigerat- 
ing machinery and other motors in the boiler house. 
The modern laundry will be equipped with a master 
switchboard, generally furnished with the laundry 
-equipment, from which all motors in the laundry 
will be mastered, a separate feeder running from 
this switchboard to the service switchboard. Sep- 
arate power circuits will be run from the laundry 
switchboard to each of the motor-driven laundry 
machines, the conduits being concealed in the floor 
slab and turning up from the floor slab to the 
motors, making a waterproof installation. 

The elevator machinery for a hospital building 
should be located when possible on the basement 
floor, in order to prevent vibration and noise being 
communicated to the building; the power circuit 
should be run from the distributing switchboard in 
the basement, and should be terminated at the loca- 
tion of the controller in readiness for final connec- 
tion by the elevator contractor. 

Where stationary X-ray apparatus is to be used, 
a separate feeder circuit should always be run from 
the distributing power panel for the control of this 
equipment, the copper sized for the full capacity of 
the equipment used. In addition to this a circuit 
of two No. 4 wires should be run from the distri- 
buting switchboard, this circuit looping to each cor- 
ridor on the different floors, and a high capacity 
wall receptacle should be installed in the corridor 
so that portable bedside equipment may be used and 
operated from these receptacles. The receptacles 
may also be used for the operation of portable 
vacuum cleaning equipment. 

Lighting Fixtures. Hospital lighting fixtures are 
finished in white enamel, and are of plain design 
with full, smooth lines and without corners or pro- 
jections that may serve to catch dust. Such fixtures 
in the rosette, ceiling collar and bracket form are 
made up in porcelain. Patients’ rooms require either 
ceiling fixtures or wall brackets over the beds; in 
many cases both are used, there being one ceiling 
pendant controlled by a switch at the door, the 
brackets being controlled from chain sockets. If it 
is desired that the patient may not use the light 
without the consent of the nurse, a switch may also 
be installed to control the brackets. As a wall re- 
ceptacle is installed at each of the beds, this also 
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a “ HYGIENIC” 
Red Cross 


Lod Enameled Ware 


HOGI ISTERED 


OUR OWN 14 POINTS 


1—Solid Steel Base. 

2—Finest Ingredients. 

3—Each Article Four-Coated. 

4—Acid and Fire-Proof. 

5—Difficult to Chip. 

6—Will Not Peel Away from Chip. 
7—Handles and Spouts Solidly Welded. 
8—Durability Unequalled. 

9—Capacities are Actual. 

10—Scientific and Attractive Shapes. 
11—Made by Experts of Lifetime Experience. 
12—Only Complete Line in Existence. 
13—In Every Hospital in the Country. 
14—Fully Guaranteed. 


L. D. CAHN CO. 





81 Spring Street 
NEW YORK CITY 





(Canadian Representatives) 


WRIGHT & CO. 


234 Beaver Hall Hill 
Montreal, P.Q. 
Canada. 





The New Ottawa Civic Hospital is equipped with 
r “‘Hygienic’’ Red Cross Ware. 















































Wrought Iron Range Co. 


OF CANADA, LIMITED 


Manufacturers of 


Kitchen Equipment 


For 


Hospitals, Institutions, 
Hotels, Restaurants 
and Cafeterias 


Ranges — Carving Tables—Tea and 
Coffee Urns—Dishwashers—Cutlery— 
Potato Parers. 


Re-Tinning and Repairing a Specialty. 


149 King St. West, Toronto 
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"To the | 
| Dietitian--- | 


The value of Junket in the sick 
room diet hardly needs emphasiz- 
ing. Providing all the food value 
of milk, pre-coagulated for easier 
digestion, and in tasty form that | 
patients enjoy. Junket deserves a 
regular place on your menus. 


Send for our helpful recipe book. 


The Junket Folks 


Chr. Hansen’s Laboratory | 
201 Church St. - Toronto | 




















Genienia’ s 


Invalid Chairs % 
| 
| 


“‘The Standard for Years”’ 


40 years’ of experience in 
the making of Invalid 
Chairs ‘has taught us how to 
manufacture chairs of the 
very highest grade in which 
are incorporated special | 
features to be found in | 
Gendrons exclusively. 


Made in Canada Write for Catalogue 


Gendron Manufacturing Co., Limited | 


125-141 Duchess St., Toronto aa 














; Don’t Throw Your Old Rugs or Carpets Away! 


Send For Folder 101 


Save Money, Send your 
old Rugs or Carpets to 
us, We make them into 


“VELVETEX” RUGS 






CANADA RUG COMPANY 


ReyeloleeMOleLamm LeyucrelcomO@sert 
Windsor,Ont Montreal,Que 





We are as near to you as the nearest mail box 
SPECIAL DISCOUNT TO HOSPITALS 


See cur coe Exhibit at main door, Industrial Building, 


| 
E., and in Crystal Palace, Western Fair, London. | 
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William Lyon Somerville 
Architect 


HOSPITALS AND _ INSTITUTIONS 
PARTIAL OR COMPLETE SERVICES 


TWO BLOOR STREET WEST 
TORONTO - - CANADA 











permits the use of a portable fixture at the bed if 
desired. 

The wards will require both pendant ceiling fix- 
tures for general illumination and brackets at the 
beds. The ceiling fixtures should in all cases be 
double-circuited and should be fitted with lamps of 
low wattage for “all night use” as well as with one 
or more large lamps for general illumination of the 
room, both circuits being controlled from switches 
at the entrance door. 

Lighting Fixtures. 

There are many different types of lighting fix- 
tures available for operating rooms, the require- 
ments being a strong light projected on the oper- 
ating table, the lamps being enclosed in diffusing 
glass to prevent glare, and so placed in the fixture 
that there will be no shadow on the patient when 
the surgeon is operating. This is sometimes accom- 
plished by placing the outlet over the table and 
mounting the lamps on a large ring, each lamp 
being focused on the table, or by placing the lamps 
and reflectors behind some type of prism glass. The 
writer has found it good practice to use four outlets 
over an operating table, these set approximately 6 
or 8 feet apart and over the corners of the table, 
a pendant fixture fitted with high wattage lamps 
and diffusing glass being installed at each outlet. It 
is of importance that the fixtures in operating rooms 
be connected on two circuits, and if possible fed 
from two sources of supply, so that all light will not 
be cut off in the event of a fuse’s opening on the 
circuits ; it is also advisable that separate circuits be 
run to each of the operating rooms from the panel- 
boards. In addition to the ceiling fixtures there 
should be portable floor stands provided for use in 
each operating room, these arranged to be plugged 
into any of the wall receptacles. 

The fixtures throughout the treatment rooms, 
diet kitchens, utility rooms, main kitchens, etc., are 
of the collar type and are installed close to the 
ceiling and fitted with some type of opal glass that 
may be easily cleaned. In addition to the ceiling 
lighting, receptacles and lamps should be located 
under the range of hoods, so that these lamps will 
give direct light on the ranges and kettles. 

Editor’s Note—The second and final part of this article 
will be published in the October issue. 


Nurses Hold Garden Party 


Toronto—The nurses in training at the Wellesley 
Hospital held a most successful garden party on the 
beautiful grounds of the hospital in aid of funds 
to send delegates to the Elgin Conference. Chinese 
lanterns illumined the grounds and a charming 
scheme of decorations added to the interest of the 
event. There was a delightful musical programme. 
Dr. Robson officiated as Chairman. 


Tag Day Succesful 


Victoria, B.C.—The Jubilee Hospital Women’s 
Auxiliary has improved its fund to the extent of 
$704.11 as the result of a tag day held in August. 
The nurses assisted in the tagging. 
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CLASSIFIED 
DEPARTMENT 


CLASSIFIED RATES 
Four cents a word each insertion. A discount of 
10 per cent. allowed on orders for six or more inser- 
tions when payment is made in advance. 


BUYERS’ DIRECTORY RATES 


$4.50 per month on 12 months’ order. 
$5.50 per month on 6 months’ order. 


CHANGE OF COPY | 

Advertisers desiring change of copy should see that 

same reaches office of publication by 15th of month 
preceding issue. 














33 




















Positions Open 


POSITIONS—Positions secured for superintendent of nurses, graduate 
nurses, technicians, dietitians and anesthetists, any place in the United 
States or Canada. If you are not satisfied or are looking for a position 
elsewhere, write us for particulars. Eastern Registry for Nurses, 
Hartford, Conn. tf 


WANTED-—Accredited graduate nurses, dietitians and technicians; posi- 
tions available in every section of the country; each applicant given 
individual attention; send for registration form. Medical Bureau, 
Marshall Field Annex, Chicago. tf 








Positions Wanted 


WANTED-—Situation for accredited graduate nurses, technicians and 
dietitians; candidates available for every kind of position—from general 
duty nurse to hospital executive; references investigated always; services 
gratis to employers. Medical Bureau, Marshall Field Annex, Chicago. tf 





WANTED—Position as experienced orderly; four years’ service in 
Canadian Medical Corps, one year Ontario Military Hospital, Orping- 
ton; two years in “field” doing first aid, eight months Canadian Sta- 
tionary Hospital, one year as male nurse at St. Joseph’s Hospital, 
Victoria; age 33; single; Canadian; best references. Box 410, Canadian 
Hospital, 73 Adelaide St. West, Toronto 





WANTED—Experienced hospital executive wishes position Superintend- 
ent Nurses, tuberculosis organization preferred; available immediately. 
No 736 Aznoe’s Central Registry for Nurses, 30 North Michigan, 
Chicago. 9 








WANTED-—Graduate dietitian desires Canadian location; salary $100; 
excellent references; available immediately. No. 737 Aznoe’s Central 
Registry for Nurses, 30 North Michigan, Chicago. 9 





Nurses Wanted. 


WANTED-—General Duty Nurse in 100-bed hospital, 15 miles from New 
York City; very attractive. No. 721 Aznoe’s Central Registry for 
9 


Nurses, 30 North Michigan, Chicago. 





WANTED-—Surgical Supervisor in Ohio Hospital, location near Lake 
Erie; excellent opportunity. Starting salary $100 monthly, full main- 
tenance. No. 722 Aznoe’s Central Registry for Nurses, 30 North 
Michigan, Chicago. 





Schools of Instruction 


WOMAN’S HOSPITAL IN THE STATE OF NEW YORK, West 110th 
St., New York City (155 gynecological beds, 50 obstetrical beds). 

Affiliations offered to accredited training schools for three months’ 
courses in obstetrics. 

POST-GRADUATE COURSES 

Six months in gynecology, obstetrics, operating room technic, clinics 
and ward management. Three months ‘n obstetrics. Three months in 
operating room technic and management. Theoretical instruction by 
attending staff and resident instructor. Post-graduate students receive 
allowance of $15 monthly and full maintenance. 

Nurse-helpers employed on all wards. For further particulars address, 
Directress of Nurses. Woman’s Hospital. 10 








Miscellaneous 
BOOKS—Medical and selected nurses’ books covering all subjects. Our 
stock is always up-to-date. The J: F. Hartz Co., Limited, Toronto ons 
Montreal. 
DIPLOMAS—ONE OR A THOUSAND-~Ililustrated circular B —_ 
on request. Ames & Rollinson, 206 Broadway, New York, N.Y. 








CLASS PINS—Write for our catalogue of class pins, rings, etc., for 
hospital training schools. We make special designs on request. Trophy 
Craft, Limited, 12 Kimg Street East, Toronto, Cana tf 


THOSE PATIENTS WHO WON’T PAY 


We collect the elusive dollars owing on a 
accounts, quickly and pleasantly! “The 
Organization of its Kind in the World.” Send = 
your list of slow and doubtful accounts To-day! 
THE MEDICAL AUDIT ASSOCIATION 
81 Victoria Street, Toronto 











The Sterilizer Blue Book 
is a handy reference vol- 
ume that is something 
more than a catalogue. 
A copy should be in the 
hands of every hospital 
executive. 


A post card request will 
bring your copy by return 
mail. 





Bramhall Deane Co. 


263C West 36th Street 
NEW YORK 

















comes out alive! 


WHEREVER FOOD IS COOKED IN QUAN- 

TITY ROACHES AND ANTS WILL GATHER. 

WHEN CLINE’S ROACH POWDER IS USED, 

EVERY ROACH AND EVERY ANT THAT 

GETS IN THE HOSPITAL PROMPTLY DIES. 

NOT ONE ‘ESCAPES ‘THIS SURDR 
ROACH KILLER. 


Cline’s Roach Powder is the least expensive 
| and most efficient means of ridding your in- 
stitution of Roaches and Ants and keeping it 
free of them. Put up in 5 and 16 Ib. tins at 
$4.50 and $11.50 respectively. Carrying charges 
prepaid. It is fully guaranteed. Order some || 


to-day from I 
C. A. COOCH, pistrisuTor | 
Dept. H, 46 Rose Avenue, TORONTO 5, Ont. 





u 
j 


3 
“The dying breath 
of roaches and 
ants.” 


PREPARED BY CLINE INSECTICIDE CO., TORONTO, Can. 
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To Submit Hospital Scheme 


Windsor—Windsor City Council has voted to 
submit the question of building a general hospital 
to the ratepayers on September 14, in accordance 
with a request made by the Essex Border Utilities 
Commission. 

Proponents of the hospital scheme at the City 
Hall expressed doubt as to the wisdom of this move. 
They claimed that it would be easy for an organ- 
ized minority to defeat any money by-law at a spe- 
cial election. 

Members of the commission, on the other hand, 
argued that, if the ratepayers went to the polls in 
a general election, they might reject the hospital 
by-law, in common with other measures calling for 
the expenditure of public funds. 


Nurses Make Presentation 


Campbellton, N.B.—At the annual dinner given. 


by the nursing sisters of the Hotel Dieu Hospital 
to the medical staff of that institution, the nursing 
sisters presented Dr. Pinault, in honor of his com- 
pletion of 25 years of medical practice, with a beau- 
tiful landscape painting (the hand-work of one of 
the sisters), accompanied by an appropriate ad- 
dress, emphasizing the doctor’s untiring devotion 
not only to his patients but to the material progress 
of the hospital. 


Secure Property for Nurses’ Home 


London, Ont.—A new nurses’ home, to be situ- 
ated on property facing Victoria Hospital on Ott- 
away Avenue, will be built in the near future as a 
result of a decision of the hospital trust at their 
last monthly meeting. 

Col. William Gartshore, chairman, announced 
that the property had been purchased by him, and 
will be retained in his name until such time as con- 
struction is begun. The site was bought from 
James Smith for $5,000, the chairman explained. 


World’s Nurses Elect Miss Gunn 


Helsingfors, Finland—Miss Nina Gage, an Amer- 
ican woman who has organized nursing work in 
China, was elected President of the World’s Con- 
gress of the International Council of Nurses. The 
sixth world’s convention of the organization has been 
in session here under the presidency of Baroness 
Mannerheim. Miss Noyes, another American nurse, 
was elected First Vice-President, and Miss Gunn, 
of the Toronto General Hospital, Second Vice-Pre- 
sident. 


To Ask Grant 


Ottawa—The question of petitioning the Provin- 
cial Government to make grants to Contagious Dis- 
eases Hospitals all over Ontario, which has been 
urged by Dr. T. A. Lomer, Medical Health Officer 
of Ottawa, for some time, will be taken up at the 
next session of the Ontario Legislature. Peter- 
borough has announced its intention of sending a 
delegation to the Government soon and has asked 
Ottawa to join in the delegation. 
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reputable houses and reliable products only. 
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Aluminum Company of Canada 

Barnstead Manufacturing Company 

Beaver Laundry Machinery Company, Limited 
Bramhall, Deane Company 

The Burke Electric and X-Ray Company 
Clark Dental Mfiz. Co., Ltd 

Classified Advertisements 

L. D. Cahn Company 
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Union Hospital for Eatonia 


Regina—The fourteenth union hospital in Sas- 
katchewan is to be constructed at Eatonia at an 
estimated cost of $12,000. 

Plans prepared by E. H. Portnall, Regina, show 
the new building to be of frame and stucco construc- 
tion and of two storeys and basement. It will pro- 
vide accommodation for ten beds. The building 
will be steam heated and the plumbing system will 
include a septic tank. 

A majority of over 300 out of 420 voted in favor 
of the construction of the hospital, which is to be 
constructed by the villages of Eatonia and Man- 
tario and rural municipality 261, together with por- 
tions of rural municipalities Nos. 260 and 262. 
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The Hospital Buyers’ Directory | 


A Convenient Reference of Equipment, Supplies and Service 

















‘TEA AND COFFEE 


We make a specialty of supplying Hospitals | 
and Institutions 
Better Quality---Better Prices 
Better Service 
Your Enquiry is Invited 


K. G FREEMAN 


31 Front Street East TORONTO | 





We make and supply the new 
standard systems and equip- 
ment for Hospital Record 
Keeping. Samples and com- 
plete information on request. 


System Service Department 


7 \ Or ICE SPECIALTY MFG.©. 


_7 _ Wellington St. St. W., TORONTO 




















Diack Controls | 





—for— 
STERILIZATION 
Accepted the world over as 
a needed safety measure 


A. W. DIACK 


5533 Woodward Ave. DETROIT, Mich. | 








"BRONZE “nee 


Ward Plates—Directory Boards and Main Entrance Signs 
Patan“ Standard and Bracket Lamps, etc. 
ospitals We Have Supplied: 
St. Thomas War eect Hospital, St. Thomas, Ont.; London 
| War Memorial Hospital for Children, London, Ont.; ‘Alexandra 
Sanatorium, London, Ont.; Prince Edward County “Hospital, 
| Picton, Ont., Muskoka Hospital Tablet to Sir Wm. Gage, and | 


| 
Write Us for Prices and Suggestive Sketches 


others. 
| J. G. Tickell & Hons 


Art Bronze Founders 
Ad. 4062) _ TORONTO, ONT. 


aed KING ST. Ww. 























White X-Ray and Surgical | 
Supply Co. 
80 Richmond St. East, Toronto. Main 5285 | 
AGENTS FOR 
X-Ray Equipment—Acme-International Cor., Chicago, 
X-Ray Films—Eastman Kodak Company, Toronto, 
Intensifying Screens—French Screen Co., Detroit, | 
Ligatures and Sutures—Jaeger-Bigelow Co., Boston, | 
Surgical Dressings and Supplies— 


Atlantic Surgical Cotton Co., New York | 





| 
| 
| 
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| Canadian Laboratory Supplies, Ltd. 


Canada’s Leading Laboratory 
Supply House 


| 439 King Street West - Toronto, Ont. 

















9 . 
Don’t Use Shabby Silver 
Let Us Replate It 

We will make your Silverware, Nickelware and In- | 
struments look new again and wear longer than ever. | 
Our customers include many prominent institutions. 

Send a Trial Order or Write for Prices 
WM. McCANN 
114 Jarvis Street - - TORONTO, ONT. | 











c* Burke Electric & X-Ray Co. 


X-RAY ENGINEERS 
Complete X-Ray and Physio-Therapy Installa- 
tions, Maintenance Service 
Special Equipment Made to Order 
| Kelley-Koett and Engeln X-Kay Apparatus | 


| New Address: 
| 490 Yonge Street - - Toronto, Canada | 


| 
| 
| 























Everything in Rubber — 


Rubber Sheeting, Catheters, Rectual Tubes, Breast | 
Pumps, Water Bottles, Atomizers, Air Mattresses, 
Crutch Tips, Ice Collars, Invalid Rings, Etc. 


May we send you quotations on any of the 
above lines you may require? 


| 
| 
THE ONTARIO RUBBER CO., LIMITED | 
44 Yonge St. - TORONTO, ONT. | 

| 











“If It’s Blankets, Buy The Skelton Brand’’ 


SKELTON 
BLANKETS at lower cost. We supply hun- 
dreds of prominent hospitals. 


Write for Complete Set of Minia- 
ture Samples with Prices Attached 


Skelton Woollen Mills Company 


47 KING STREET WEST - - TORONTO | 


We specialize in hospital blankets 
and sell direct from the mills. 
You get better quality blankets 





















































WEAR-EVER 


ALOR 


ALUMINUM 


TRADE MARK 


Made in Canada 








The New Arlington Hotel, 
Hot Springs National Park 


“Wear-Ever” 


Aluminum 


Jacketted Kettles and Kitchen Utensils 


HE kitchens at the New Arlington Hotel, Hot Springs National Park, 
are completely equipped with ‘‘Wear-Ever’”’ aluminum utensils. 


Throughout the many years of service that ‘‘Wear-Ever’’ equipment gives, 
hospital and hotel managements are assured these advantages : 


Immunity from poisonous compounds caused by the action of food acids 
on ordinary metal utensils; 


An annual saving in retinning expense; 
A saving in daily labor; and 
Safer-cooked, better-flavored foods, always! 


Aluminum Company of Canada, Limited, Toronto 

















